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it it PAROID ROOFING it it 


" THE TEST OF TIME IS THE TEST THAT TELLS ' 


Parold coven the Plant Induatry Buildings, U. S. Department of Agriculture, Washington, D. C. 


|AROID HAS BEEN USED BY FARMERS, POULTRYMEN, 
RAILROADS, MANUFACTURERS, AND THE U. S. GOV- 
ERNMENT, FOR MANY YEARS, BECAUSE IT IS 
THE MOST ECONOMICAL READY ROOFING 
MADE, j* j* IT WILL PAY YOU 
TO SEND FOR SAMPLES AND 
PRICES AT ONCE 

F. W. BIRD & SON, Makers 
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